Approved For Release 2000/08/16 : CIA-RDP81B00878R000500130004-4 
Exhibit No: 59=27 To Contract: HF=jCT-692 


Dates May 12, 1959 


From: The Firewel Co,, Inc, 
Contractor 


To: 25X1A9a 
(Contracting Officer) 


Item Part { 
y Now No, Nomenclature Qty. Unit Price Total Price 
1 F4923000e] Test Stand, Demand Oxygen 1 
Regulator 
2 F2361200-1 — Eest Stand, Check Valve 1 
3 F23612100~1 Test Stand, Charging Valve 1 
4 F£2361300-1 Test Stand, Relief Valve 1 
5 Test Stand, On-Off Reducer 1 


Cela t 


Cd Seone- | 


se, 689.9 
< 
Delivery: As Soon As Possible 


Prices are fair and reasonable and this 
Exhibit is hereby approved, 
Contractor warrants prices conform to t he 


$ 16, 639.71 price formula in effect to date of the 


Exhibit. 


25X1A9a 


25X1A5a1 


